To: Way, Steven[way. steven@epa.gov]; Matt Francis[m.francis@erllc.com]; Griswold, 

Hays[Griswold. Hays@epa.gov] 

From: Alien Sorenson - DNR 

Sent: Sun 8/9/201 5 2:39:32 AM 

Subject: North Fork Ponds 

The water quality control division was asking about the sizing of the 
ponds. I told them that these were interim facilities, and that the 
plan was to route gold King water to the red and Bonita Ponds as soon 
as piping could be installed. I hope that was OK, let me know if you 
want me to tell them anything else, or if you want to talk to them. 
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